ICHrKS 


Approved For Relgase CONFIDENTIAL. R003400110012-4 


AUG 11 
Assistant Director for Operations (947 


Raecutive Directer 
a" Wire Service furnished by FETS 


1. Reference is nade to your memorandum dated 51 July relative to 
the dissantimsamese of the "A" wire sorvies furnished by 7213. 


2. Attached are copice of letters sent toe reelpients informing them 
thet this service will be discontimed on 23 August 1947. 


B. Please take action -- 
a. to diacentinue the service on the date indi cated. 


Be Te soerdinate vith Federal eserve Systen for additional 
maxbere of copies required. 


@. Te arrange through ur. Armstrene te provide amy essential 
special blographic service for the 'epertment of Yete. 


a. To insure the oxpeditious delivery to the Kar Separtzent 
of published Daily Reports. Special ceurier service will ve 
resorted te if necessnry. 


&. Please submit recermentation by 26 August for change in FSIS 
Tentative Table of Orgeni sation to reflect this reduction in functions 
together with a recsmmendation fer appropriate decrease in pertonnel 
selling for that activity. 


FOR THE DIRECTOR OF CENTRAL TSYELLIGEECH: 
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